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SUBJECT: AGENDA FOR MINISTERIAL MEETING 
REF: ANKARA 3110 

1. SHOULD COUNCIL OF DEPUTIES WISH TO MAKE DECISION ON 
AGENDA DURING MEETING OF APRIL 29, WE CONCUR IN AGENDA PRO- 
POSED IN REFTEL WITH ONE EXCEPTION. DISCUSSION OF CHANGING 
SECRETARY GENERAL'S TERM OF OFFICE SHOULD BE SCHEDULED DUR- 
ING ONE OF CLOSED PLENARY SESSIONS, RATHER THAN CLOSED 
PRIVATE SESSION. LATTER SHOULD CONTINUE TO BE RESERVED FOR 
OFF-THE-RECORD SUBSTANTIVE EXCHANGE AMONG MINISTERS. 
DURING HIS VISIT HERE, SECRETARY GENERAL BAYULKEN RAISED 
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ORDER TO IMPROVE PREPARATION OF BUDGET AND MINISTERIAL 
MEETINGS. HIS PROPOSAL IS REASONABLE AND WE BELIEVE IT 
SHOULD BE APPROVED WITHOUT EXTENDED DEBATE BY COUNCIL. WE 
SUGGEST IT BE SCHEDULED UNDER ITEM C DURING FIRST CLOSED 
PLENARY OR ITEM B OF FINAL CLOSED PLENARY SESSION. 

2. CONCERNING WORK PROGRAM, ARRIVAL AND DEPARTURE TIMES OF 
DELEGATION HAVE NOT BEEN DETERMINED; HOWEVER, INDIVIDUAL 
MEMBERS OF DELEGATION CAN TRAVEL SEPARATELY IN ORDER TO 
PARTICIPATE IN STEERING COMMITTEE SESSION, MAY 21. WE 

ASSUME AMBASSADOR WILL WISH TO REPRESENT US ON STEERING 
COMMITTEE AS HE DID LAST YEAR. WE PROPOSE THAT TERRENCE 
GRANT ACT AS HIS ADVISER. 

3. THERE NOW APPEARS TO BE NO PROBLEM REGARDING REMAIN- 
DER OF PROPOSED WORK SCHEDULE. WE WILL ADDRESS INDIVIDUAL 
ELEMENTS OF THIS AND OTHER CONFERENCE ARRANGEMENTS 
SEPARATELY AS ITINERARY OF DELEGATION BECOMES FIRM. 

4. DEPARTMENT WOULD APPRECIATE CABLED SUMMARIES OF SUB- 
STANTIVE POINTS IN CONFERENCE DOCUMENTS, SUCH AS THE 
SECRETARY GENERAL'S REPORT, AS THEY ARE DISTRIBUTED. KISSINGER 
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